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Material Safety Data Sheet 
May be used to comply with 
OSKA's Hazard Commuriicatlon Slandard. 
29 CFR 1 91 0. 1 2G0. Standard must be 
corisulted for specific requirementE. 

U, S. Department of Labor 

Occupation^ Safety and Health Administration 
(Nori' Mandatory Form) 

Form Approved 
OMBNo.12ia.0072 

lOENTny fAs used on Label and u$l) 

Manganese Dioxide Lithium Battery ( CR2016 } 

riota: Blank spaces are not pemirtted. Ji any nom is nol appilcaWe. or no 
infiiHTnation iA available. Ihd space musi be rnarked to indicale that 

Section I 

MflriLffaclufe'3 

TOSHIBA BATTERY CO.,LTD. 

Em^rgBr^Oy T^lgphonia Number 

Addrd^ (Numtier. SliwL City. State, and ZIF Code) 

Telepbons Number for Informaiion 

TOKYO 03-3479-8237 

4 to. MIKAMI-SHINAQAWA 3-CHOME, 

Date Prepared 

as September, 2004 

SHiNAGAWA-KU. TOKYO 140-0004, JAPAN 

SbgnetLFre of Prepare (iflitional) 


section II -Haziardous Ingredients / hjentlty Information ' 

Other Limits 

Hazardous Oomppoents ^Specific Cihem>ca] Identily, Common Maniels)) OSHA PEL ACGiH TtV RwfflrirrierKted %(QpftiQnal) 


CQinporents tirm>y seafed withip stainless-steel shgH. 


1) Mangartese Dioxide 

Z> Lithium Metal 

3) Non aqueous Bectroiyte 


2&wt% 

gwm 

6wt% 

Battery Weight 1 >7g f Cell 


Section III - Physical f Chemical Charactortstics 


flOillng Pclrrt 

N/A 

SpecHSc Gravity (H^Ovll 

N/A 

Vapor Prassune (mm Hg^ 

N/A 

Metting Panit 

N/A 

Vapor Dar^ity {AIR^I) 

JWA 

^vapoTf^iOn R^te 
Acetate = 1) 

N/A 


Sdlubi^ In Wajler 


WA 


AppMrancfi and Odor 

* Coin - St^aped, Odortags- 


Section IV- Fire and Explosion Hazard Data 


Rash P«nt (Method Us#d} 

Bammebte Limits 

LEL : 

UEL 

N/A 


N/A 

N/A 


Extinguishing Media 


N/A 


Special Rre Rghting Pfoce^rss- 

Use of setf-contained Breathing Apparatus and prop&r personal protective equipment is rgcommended. 


UnusuoJ Fto Bind Explowon Hazenia 

When exposed to Excessive haal cette may mpiure and hum. 


iRepfoducs kx^y) 


OSHA 174. Sept l&aS 


Kaaio^hacK 


C^t. Ho 


23-160 [B] 
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Section V- Reactivity Data 


Stability 

Unstable 


Conditions to Avoid 

N/A 


Stable 

X 



Ff^compatibiJity (MalimaJs to Avx>id) 


HazartJous Decompo3jtion or Byprodkjcts 


Hazardbus 

Potymerizahon 

May Occur 

N/A 

CoTHJitlgfis le Avoid 

N/A 


Wilt Not Occur 

N/A 


Section VI- Health Hazard Data 

Reuters} or Entry 

Inn^iatign? 


Skint 

IngeslaDe? 

Healih Hasards (Acute end ChnOfiig] 

N/A 




Ca^Dmogeriicily; 


NTP? 


N/A 


lARC MmQrs^ph^? 


SfcflfiR anrf SyrripFoms oi Exposure 


Medical Conditvns 

GeoeraJy AQtyravaied oy Enposuy 


N/A 


N/A 


Einef9€ncy and Ri^ Aid Procedural 


n;a 


Section VII- Precautions for Safe Handiing and Use 

Sieps to Be Taken m caj<& is Spilled 


OSHA ReguiatM? 


Wh&n aCCuiUutating large quantities Qf underchargad battefiBS fpf disposal, in a nQrt-^cOrtduCtlv^ 

insuiettng material. 

W^lB Diaposal Mfllhod 

Wher disctrarged, the Wisconsin department of nattonal fpsources has declared mis type of Udilum ceB 

Non-hazardous. DFsjwse of according to approffliale local, stata and federai waste regutations. 

Prac^tubons lo So Tak«n in Hsnd^ and Storing 

Poni store unpacKwl batteries toggttier. This sKuation wi» rosuK In ceil shorting and heat buildnup. 

Store unctor fiomiai teir^r^re and dry cortdittoris. 

Other Precautions 

None urvjor Normal use. 


Section Vi- Control Measures 

PnalOC-ticn T ypO) 


N/A 


ventliabon 

Local Exhaust 

N/A 


Speclat 

N/A 


MKlianical (General) 

N/A 


Orher 

N/A 

Prolectivo Gtoves 

Nona 


Eye Pfbtociion 


N/A 


Olher Protectivo Clothing Equipment 


N/A 


Wcrtu’Hygpenic Practices 


KU&. 


